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10 mg. Marlboro-likc cigarette 
Selective filtration 
Ntw products 
Selective delivery 


Objective : 



Program : 

(Goal 
1,3 5 4) 


(Goal 253) 2. 
(Goal 153) 3. 


Cigarette design 

measurement of relevant 
rod properties 

compose and solve smoke 
process equations 

design new products 
Stability improvement of new filter material candidates 

Characteriration of flow through filters under actual 
smoking conditions - smoker acceptability of filter, 
and filter design 


, Project Leader: 


Mr, A. C. t'illy, Senior Professional 

Mr. E. M. Gentry, Assistant Professional 

Mr. H. V. Lanziliotti, Associate Professional 

Mr. B. C. LaRoy, Research Professional 

Mr. S. L. Thurston, Technician 

Mr. C. 0. Tiller, Research Professional 

Mr. A. R. Wayte, Technician 

Dr. J'. C. Schug, Consultant - $700 

Dr. D. T. Sawyer, Consultant - 1500 

Princeton Combustion Group - 150,000 


Goal : 

1. 10 mg. Marlboro-like cigarette 

2. Selective filtration 

3. New products 

4. Selective delivery 



Source: https://www.industrydocuments.ucsf.edu/docs/zthkOOOO 
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